MICROFILMEu BY 


BYU 

■ AT 

COPTIC MUSEUM. 
OLD CAIRO 


OPERATOR 

REDUCTION X 

STEVE BALDRIDGE 42 

DATE FILMED 

LIGHT METER SETTING 

27 APR 1987 

22 

FILM EMULSION NUMBER 

FILM UNIT SER NO 

A86360239 

HRP 51568 

PROJECT NUMBER 

ROLL NUMBER 

EGPT 002A 

1 


SIMAIKA 
SERIAL NO. 7 
CALL NO. 100 BIBL. 


TITLE OF RECORD 

REGISTER - MUSEUM 
OLD NO. 152 
NEW NO. 7 



